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ACTION HEW-06 

INFO OCT-OI NEA-09 ISO-00 OES-05 PASS-00 ABF-OI FSE-00 

NSF-02 RSC-OI /025W 

122059 

R221045Z JAN 75 
FM AMEMBASSY NEW DELHI 
TO SECSTATE WASHDC 6444 

UNCLAS NEW DELHI 1012 

DEPT PASS TO DHEW/PHS/OIH AND PHS/CDC-ATLANTA, GA. 

MR. A.E. NAJJAR 

E.O. 11652: N/A 
TAGS: TBIO 

SUBJECT: DHEW/PHS/CDC SFC PROJECT 01-003-C EXPERIMENTAL 
INFECTIVE PNEUMOCONIOSIS" 

REE: STATE A-8442 OF NOV 21, 1974 

DR. S.H. ZAIDI, DIRECTOR, INDUSTRIAL TOXICOLOGY RESEARCH CENTER, 
LUCKNOW, REQUESTS CDC TO ADVANCE THE COMMENCEMENT DATE OE 
THE SUBJECT PROJECT FROM MARCH 1, 1970 TO NOVEMBER 1, 1970 EOR A 
DURATION OF FIVE-YEAR. THIS WILL KEEP THE PROJECT ALIVE PENDING 
PROCESSING OF HIS DETAILED PROPOSAL FOR FIVE-YEAR NO COST 
EXTENSION AND CLEARANCES EROM THE GOI AND CDC. 

DR. ZAIDI HAS BEEN IN CONTACT WITH US COLLABORATOR DR. DAVID 
GROTH IN THIS CONNECTION. ZAIDTS PROPOSAL IS TO 
UTILIZE UNSPENT GRANT EUNDS OF RS. 740,401 DURING THE EXTENDED 
PERIOD OF FIVE YEARS FROM NOVEMBER 1, 1975 TO OCTOBER 31, 1980. 

EMBASSY RECOMMENDS REQUESTED CHANGE IN PROJECT DURATION 
FROM MARCH 1, 1970 - FEB 28, 1975 TO NOVEMBER 1, 1970 - 
OCTOBER 31, 1975 WITHOUT FUNDS.SCHNEIDER 

NOTE BY OC/T: PASSED CDC ATLANTA, GA 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: SCIENTIFIC COOPERATION, MEDICAL RESEARCH 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 22 JAN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975NEWDE01012 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750024-0199 
From: NEW DELHI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 97501 30/aaaabake.tel 

Line Count: 59 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 75 STATE A-8442, 75 OF NOV 21 , 75 1974 

Review Action: RELEASED, APPROVED 

Review Authority: Kelley WO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 07 APR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <07 APR 2003 by RuthemTJ>; APPROVED <18 FEB 2004 by KelleyW0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: DHEW/PHS/CDC SFC PROJECT 01-003-C EXPERIMENTAL INFECTIVE PNEUMOCONIOSIS" 

TAGS: TBIO, US, IN 
To: STATE 
Type: TE 
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